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Preface 


The Weekly Cod Production (WCP) provides weekly 
production estimates of U.S. coal by State, as well as 
supplementary data which are usually published twice 
a month. The Coal Exports and Imports Supplement 
contains annual as well as detailed monthly data on 
U.S. coal and coke exports and imports. This week's 
supplement contains detailed monthly data covering 
electric utility coal consumption, stocks, and receipts 
(quantity and price). 

This publication is prepared by the Coal Division; Of- 
fice of Coal, Nuclear, Electric and Alternate Fuels; 
Energy Information Administration (EIA) to fulfill its 
data collection and dissemination responsibilities as 


• Distribution Category UC-98 


q)ecified in the Federal Energy Administration Act of 
1974 (P.L. 93-275) as amended. Weekly Cod Production 
is intended for use by industry, press, State and local 
governments, and consumers. Other publications that 
may be of interest are the quarterly Cod Distribution 
Report, the Quarterly Cod Report, Cod Production 
1988, and Cod Data: A Reference. 


This publication was prepared by Wayne M. Watson 
under the direction of Mary K. PauU and Noel C. 
Balthasar, Chief, Data Systems Branch. Questions on 
energy statistics should be directed to the National Energy 
Information Center (NEIC) at (2021586-8800). 


♦ Released for Printing January 12, 1990 
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Summary 


U.S. coal production in the week ended January 6, 
1990, as estimated by the Energy Information Admin- 
istration, totaled 17 million short tons. This was 39 
percent more than production in the previous week, 
which included the Christmas Day holiday, and 4 per- 
cent higher than the comparable week in 1989. Pro- 
duction East of the Mississippi River totaled 10 million 
short tons, a 69 percent increase over the previous 
week, reflecting the decision by some mine operators 
to exercise the four-day floating holiday option con- 
tained in the United Mine Workers of America con- 
tract. Production West of the Mississippi River totaled 
7 million short tons, a 12 percent increase over the 
previous week. 

Coal consumption at electric utility plants in October 
1989 totaled 61 million short tons. For the first 10 


months of 1989, utility coal consumption amounted to 
632 million short tons, virtually the same as in the com- 
parable period of 1988. 


Utility coal stocks on October 31, 1989, totaled 142 
million short tons. This was 7 million short tons more 
than at the end of September, and is typical of the 
electric utility industry's pattern to stock pile additional 
coal for the winter months. 


Receipts of utility coal declined to 65 million short 
tons in September 1989 from 70 million short tons in 
August. In the first 9 months of 1989, receipts totaled 
560 million short tons as compared with 539 million 
short tons in the comparable period of 1988. 


Figure 1. Coal Production 
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Table 1. Coal Production 


Production 
and Carloadingt 

Week Ended 

52 Weeks Ended 

01/06/90 

12/30/89 

j 

01/07/89 

01/06/90 

01/07/89 

Percent 

Change 

Production (Thousand Short Tons) 







Bituminous^ and Lignite 

18,980 

12,188 

16,299 

967,187 

944,816 

2.4 

Pennsylvania Anthracite 

57 

47 

57 

3,581 

3,572 

.3 

U.S. Total 

17,037 

12,235 

16,356 

970,788 

948,387 

2.4 

Railroad Cars Loaded 

111,646 

79,620 

104,028 

6,368.078 

6,249,515 



^ Includes $ubbituminous coal. 

Notes: 1989 data are preliminary. Total may not equal sum of components because of Independent rounding. 

Sources: Association of American Railroads, Transportation Division, Weekly Statement CS-54A‘ Energy Information Administration, 
Form EiA-e, “Coal Distribution Report"; Form EIA-7A, “Coal Production Report"; and, State mining agency coal production reports. 


Table 2. Coal Production by State 

(Thousand Short Tons) 


Waek Ended 


Region and State 


Bituminous CoaP and Lignite 

East of the Mississippi 

Alabama 

Illinois 

Indiana 

Kentucky 

Kentucky, Eastern 

Kentucky, Western 

Maryland 

Ohio 

Pennsylvania Bituminous 

Tennessee 

Virginia 

West Virginia 

West of the Mississippi 

Alaska 

Arizona 

Arkansas 

California 

Colorado 

Iowa 

Kansas 

Louisiana 

Missouri 

Montana 

New Mexico 

North Dakota 

Oklahoma 


Bituminous^ and Lignite Total 
Pennsylvania Anthracite 

U.S. Total 


01/06/90 

12/30/89 

01/07/89 

9|813 

5,799 

8,388 

426 

214 

427 

1,158 

775 

958 

461 

353 

471 

2,879 

1,412 

2,437 

2,026 

1.018 

1,835 

653 

394 

601 

59 

29 

52 

557 

326 

547 

929 

791 

1,099 

91 

50 

91 

765 

418 

782 

2,687 

1,432 

2,544 

7,187 

6,389 

6,911 

29 

26 

25 


208 165 188 

1 1 1 


311 

281 

234 

7 

5 

11 

15 

11 

19 

43 

9 

53 

58 

50 

64 

754 

747 

750 

353 

354 

285 

648 

642 

661 

41 

31 

34 

958 

657 

830 

408 

323 

311 

81 

59 

82 

3,250 

3,029 

3,350 

16,880 

12,188 

16,298 

57 

47 

57 

17,037 

12,235 

16,356 


^ Includes subbituminous coal. 


Notes: 1989 data are preliminary. Total may not equal sum of components because of independent rounding. 

Sources: Association of American Railroads, Transportation Division, Weekly Statement CS-54A; Energy Information Administration. 
Form ElA-e, “Coal Distribution Report"; Form EIA-7A "Coal Production Report"; and, State mining agency coal production reports. 
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Table 3. Coal Receipts at Electric Utility Plants, September 1989 

(Thousand Short Tons) 


Coneut DIvlelon 
ind State 

September 

im 

August 

1888 

September 

1988 

Year to Date 

1888 

1888 

Percent 

Change 

New England Total 

Connecticut 

Massachusetts 

47S 

76 

278 

409 

73 

216 

562 

48 

415 

4,555 

612 

3,206 

4,748 

860 

3,259 

-4.1 
-7.3 
-1 6 

New Hampshire 

121 

120 

99 

737 

830 

■ 119 

Middle Atlantic Total 

4,600 

5,221 

4,421 

41,239 

37,502 

10.0 

New Jersey 

214 

329 

267 

2,446 

1,688 

44.9 

New York 

Pennsylvania 

742 

3,644 

888 

3,994 

772 

3,382 

7,251 

31,542 

6,208 

29,606 

16.8 

6 5 

East North Central Total 

14,906 

15,858 

13,840 

118,670 

114,268 

3.9 

Illinois 

2,158 

2,140 

2,513 

18,445 

20,051 

-8.0 

Indiana 

3,295 

3,917 

3,195 

28,597 

26,122 

9.5 

Michigan 

3,404 

3,208 

2,924 

20,991 

20,695 

1.4 

Ohio 

4,449 

4,882 

3,423 

37,304 

34,213 

9.0 

Wisconsin 

1,601 

1,711 

1,786 

13,334 

13,187 

1 t 

West North Central Total ..... 

8,374 

8,193 

8,710 

75,388 

73,107 

3.1 

Iowa 

1,288 

1,361 

1,238 

10,861 

10,660 

1,9 

Kansas 

1,212 

1,255 

1,429 

11,439 

10,964 

4.3 

Minnesota 

1,425 

1,653 

1,433 

11,552 

11,290 

2.3 

Missouri 

2,187 

2,223 

2,057 

18,625 

17,344 

7.4 

Nebraska 

590 

678 

594 

5,542 

5,541 

C) 

North Dakota 

1,472 

1,831 

1,776 

15,825 

15,645 

1.1 

South Dakota 

201 

191 

184 

1,554 

1,663 

-6.5 

South Atlantic Total 

10,811 

11,778 

10,536 

95,540 

80,261 

5.8 

Delaware 

155 

130 

260 

1,347 

1,981 

-32.0 

Florida 

1,911 

1,809 

1,823 

17,440 

18,158 

-3.9 

Georgia 

2,069 

2,352 

2,337 

19,047 

18,883 

,8 

Maryland 

634 

971 

840 

6,621 

6,523 

1.5 

North Carolina 

1,736 

1,857 

1,367 

13,631 

12,815 

6.4 

South Carolina 

878 

1,043 

896 

7,322 

6,579 

11.3 

Virginia 

789 

827 

683 

7,343 

6,070 

44.8 

West Virginia 

2,740 

2,789 

2,332 

22,789 

20,254 

12.5 

East South Central Total 

6,063 

6,308 

6,442 

55,020 

54,688 

.6 

Alabama 

1,821 

1,845 

1,738 

15,830 

15,089 

4.9 

Kentucky 

2,559 

2,734 

2,542 

22,839 

20,923 

9.2 

Mississippi 

333 

244 

413 

2,620 

3,953 

-33.7 

Tennessee 

1,350 

1,486 

1,749 

13,731 

14,723 

-6.7 

West South Central Total 

10,522 

11,465 

8,671 

92,820 

88,188 

5.3 

Arkansas 

994 

1,198 

975 

8,639 

8,698 

-.7 

Louisiana 

973 

1,197 

1,115 

8,937 

8,718 

2.5 

Oklahoma 

1,252 

1,310 

1,254 

11,016 

9,878 

11.6 

Texas 

7,303 

7,760 

6,327 

64,228 

60,893 

5.5 

Mountain Total 

8,241 

8,478 

8,444 

73,006 

71,548 

2.0 

Arizona 

1,267 

1,542 

1,258 

11,322 

10,448 

6.4 

Colorado 

1,360 

1,420 

1,123 

11,862 

ir 


Montana 

888 

1,021 

902 

7,396 



Nevada 

631 

739 

718 

5,575 



New Mexico 

1,523 

1,416 

1,423 

11,339 



Utah 

1,232 

1,421 

1,100 

9,957 



Wyoming 

1,341 

1,919 

1,922 

15,556 



Pacific Total 

446 

435 

477 

4 



Oregon 


. 





Washington 

446 

435 

477 

i 



Total 

64,538 

70,146 

63,103 

mt 




{*•) For detailed data, the absolute value of the number Is less than 0.5 thousand shor 
number Is less than 0.05 percent. 

Note: Total may not equal sum of components because of Independent rounding. 
Source: Federal Energy Regulatory Commission Form 423, "Monthly Report of Cost 
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Table 4. Average Price of Coal Receipts at Electric Utility Plants, 
September 1989 


Census Division 
and State 

September 

1989 

August 

1989 

September 

1988 

Year to Date 

Dollars per 
Short ton 

Cents per 
Million Btu 

Dollars per 
Short ton 

Cents per 
Million Btu 

Dollars per 
Short ton 

Cents per 
Million Btu 

1989 

1988 

Dollars per 
Short ton 

Cents per 
Million Btu 

Dollars per 
Short ton 

Cents per 
Million Btu 

New England Total 

$45,49 

173.6 

$46.65 

176.9 

$43.60 

165.9 

$44.18 

168.8 

$46.05 

175.2 

Connecticut 

54.32 

200.9 

56.23 

208.6 

53.95 

205.7 

56.93 

214.5 

61.13 

232.6 

Massachusetts 

42.43 

164.4 

43.33 

166.1 

42.08 

160.6 

41.46 

159.5 

42.33 

161.5 


New Hampshire 46.97 176.7 46.81 

Middle Atlantic Total 37.00 149.4 37.12 

New Jersey 46.96 177.6 47.27 

New York 41.27 160.5 40.57 

Pennsylvania 35.54 145.3 35.51 

East North Central Total 33.99 154.1 34.01 

Illinois 38.73 181.3 38.09 

Indiana 29.42 135.0 28.35 

Michigan 35.77 163.6 37.76 

Ohio 35.87 151.5 36.08 

Wisconsin 27.98 143.4 28.91 

West North Central Total 20.24 115.2 20.23 

Iowa 22.01 119.6 22.19 

Kansas 22.05 125.9 22.03 

Minnesota 18.88 107.4 20.43 

Missouri 28.67 139.1 29.17 

Nebraska 14.22 81.9 14.90 

North Dakota 9.07 69.2 9.00 

South Dakota 15.19 123.3 15.12 

South Atlantic Total 41.78 168.8 41,79 

Delaware 47.42 181.9 47.83 

Florida 44.24 179.5 44.91 

Georgia 44.12 183.3 43.81 

Maryland 41.33 163.2 41.94 

North Carolina 44.67 178.4 44.79 

South Carolina 42.68 169.8 42.85 

Virginia 39.70 156.9 39.80 

West Virginia 36.57 148.4 35.91 

East South Central Total 33.69 142.8 33.39 

Alabama 44.69 185.9 43.69 

Kentucky 25.99 113.2 25.93 

Mississippi... 41.41 163.0 41.59 

Tennessee 31.57 133.1 32.98 

West South Central Total 23.00 150.0 22.42 

Arkansas 28.27 161.9 28.26 

Louisiana 26.53 162.2 27.22 

Oklahoma 25.20 142.5 24.91 

Texas 21.44 147.8 20.36 

Mountain Total 22.57 113.9 21.51 

Arizona 29.48 139.1 28.21 

Colorado 21.12 107.5 21.37 

Montana 9.42 54.8 9.12 

Nevada 33.64 150.5 31.09 

New Mexico 22.25 121.6 22.23 

Utah 28.58 124.0 26.83 

Wyoming 15.83 88.0 14.67 

Pacific Total 25.78 158.5 25.28 

Oregon - » 

Washington 25.78 158.5 25.28 

Total 30.49 146.1 30.12 


176.4 

149.4 

178.1 

157.9 

144.9 

155.2 

177.7 

134.1 

173.4 

152.9 

146.5 

115.6 

121.7 

125.3 

115.7 

139.5 

85.7 

68.2 

122.3 

168.2 

184.8 

181.6 

180.9 

165.0 

178.7 

170.5 

156.8 

144.9 

141.6 

181.6 

112.9 

164.9 

138.3 

145.8 

161.6 

165.1 

140.1 

140.7 

109.5 

133.5 

107.7 

52.9 

140.7 

121.4 

120.1 

83.1 

155.6 

155.6 

144.7 


44.92 

36.59 

44.91 

40.14 

35.12 

35.13 

39.28 
30.51 

38.34 

36.96 
28.83 
20.11 

24.43 

21.67 

18.46 

28.68 

14.86 
9.37 

16.36 

40.87 

44.34 

43.41 

41.22 

39.64 

45.22 
43.62 
38.56 

35.68 
35.05 

46.88 
26.90 
46.58 

32.42 
22.71 

26.14 
26.61 

26.44 
20.75 

21.46 
29.94 

20.23 
9.31 

29.03 

20.80 

30.54 

14.82 

26.28 

26.28 

30.39 


168.9 

147.5 

169.6 

156.0 

143.6 

159.1 

184.3 

142.3 

167.0 

155.6 

146.4 

114.3 

127.3 

122.0 

105.9 

137.1 

86.2 

71.7 

118.1 

163.8 

173.0 

174.4 

168.7 

155.5 

180.0 

172.9 

151.1 

143.4 

147.2 

192.9 

116.7 

184.7 

134.5 

147.9 

152.3 

160.8 

148.3 

144.4 

110.5 

140.1 

103.8 

54.3 

133.1 

115.4 

135.2 

84.7 

155.4 

155.4 

145.3 


45.44 

36.87 

46.61 

40.32 

35.32 

34.24 

38.88 

29.49 

39.45 

34.91 
27.98 
20.10 
22.12 
21.86 

21.77 

28.03 

15.00 

9.13 

15.29 

41.01 
46.48 

44.24 

42.62 

40.69 

44.16 

43.17 

38.81 
35.10 

33.81 

44.91 

26.14 

42.78 

32.04 

22.69 
28.39 

26.54 

24.13 

21.14 

21.91 

29.29 

21.01 

9.32 

31.97 
22.74 
28.26 
14.94 
25.23 

25.23 

30.14 


170.4 

148.2 

174.7 

157.0 

143.8 

154.7 

181.6 

136.8 

174.9 

147.4 

144.5 

115.6 

123.5 

123.1 

124.2 

135.0 

86.3 

69.4 

124.2 

165.1 

179.9 

178.7 

176.0 

160.4 

176.2 

171.3 

152.9 

141.5 

143.1 

186.6 

113.5 

169.0 

134.5 

147.6 

162.7 

162.2 

136.9 

145.1 

112.0 

138.4 

106.8 

54.9 

143.1 

124.4 

125.2 

85.1 

154.9 

154.9 

144.6 


48.68 

36.96 

45.87 

40.80 

35.65 

36.08 

40.80 

31.55 

41.29 

36.49 

28.59 
20.51 

23.08 

22.49 

21.98 
29.11 

14.87 
9.36 

15.18 

41.65 

46.92 
44.21 

42.59 

40.25 

44.43 

44.64 

40.26 

36.03 

35.77 

47.27 

28.07 

46.64 

32.03 

22.70 

27.28 

24.92 

27.00 

21.04 

21.47 
30.26 

21.04 

9.29 

30.77 
21.31 

28.44 

14.71 
25.10 
23.70 

25.18 

30.80 


182.7 

149.2 

171.9 

159.2 

145.6 

161.9 

191.6 

145.2 

177.6 

153.3 

147.3 

117.6 

125.1 

125.2 

125.9 

139.7 

86.4 

71.0 

121.7 

166.8 

181.8 

177.7 

174.6 

158.2 

176.6 

176.0 

156.9 

144.5 

150.0 

194.1 

121.8 

184.2 

132.9 

147.5 

157.6 

152.8 

151.1 

144.2 

109.9 

142.2 

107.4 

54.3 

138.6 

118.0 

123.1 

84.1 

152.9 

139.0 

153.8 

147.3 


Independent rounding. Average price is based on the cost including insurance and freight 
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(Thousand Short Tons) 


ctric Utility Plants, October 1989 




Percent Change 

ober 31, 1989 

September 30, 1989 

October 31, 1988 

October 31: 




1889 versus 1988 

1,211 

1,087 

1,141 

6.2 

155 

129 

D 

.. 

805 

733 

844 

-4.5 

223 

197 

269 

-17.1 

28 

28 

28 

{*} 

13,755 

13,166 

13,927 

-1.2 

536 

528 

612 

-12.4 

1,350 

1,210 

1,435 

-5.9 

11,870 

11,429 

11,880 

-.1 

36,515 

35,219 

39,569 

-7.7 

9,125 

9,016 

9,441 

-3.3 

8,194 

7,639 

9,763 

-16.1 

8,419 

7,812 

9,321 

-9.7 

6,288 

6,303 

7,024 

-10.5 

4,489 

4,449 

4,019 

11.7 

20,576 

20,092 

19,899 

3.4 

4,359 

4.102 

4,374 

-.3 

3,509 

3,598 

3,470 

1.1 

2,305 

2,142 

2,612 

- 11.8 

4,576 

4,333 

4.341 

5.4 

1,723 

1,785 

1,642 

4.9 

3,814 

3,846 

3.158 

20.8 

291 

285 

302 

-3.5 

22,222 

19,466 

25,023 

-11.2 

292 

216 

566 

-48.4 

4,313 

4,218 

4,439 

- 2.8 

4,677 

4,222 

5,379 

-13.1 

1,243 

1,209 

1,181 

5.3 

3,477 

2,796 

4,226 

-17.7 

1,937 

1,467 

1,858 

4.3 

1,519 

1,096 

1,173 

29.5 

4,764 

4.243 

6,202 

-23.2 

12,568 

11,682 

13,956 

-9.9 

3,919 

3,779 

4,617 

-15.1 

4,617 

4,164 

3,980 

16.0 

790 

693 

1,011 

- 21.8 

3,243 

3,046 

4,347 

-25.4 

16,777 

16,521 

15,528 

8.0 

2,702 

2.730 

1,875 

44.1 

2,318 

2,267 

2,403 

-3.5 

2,989 

2,992 

2,715 

10.1 

8,768 

8,531 

8,535 

2.7 

17,151 

16,775 

16,445 

4.3 

3,652 

3,583 

4,031 

-9.4 

3,967 

4,009 

3,608 

9.9 

813 

829 

884 

- 8.0 

941 

1.045 

1,299 


1,257 

1,208 

1,283 


3,170 

3,153 

2,755 


3,351 

2,949 

2,585 


1,515 

1,617 

1,643 


480 

480 



1,031 

1,134 



5 

4 



142,292 

135,626 




Census Division 
and State 


New England Total 

Connecticut 

Massachusetts 

New Hampshire 

Rhode Island 

Middle Atlantic Total 

New Jersey 

New York 

Pennsylvania 

East North Central Total . 

Illinois 

Indiana 

Michigan 

Ohio 

Wisconsin 

West North Central Total 

Iowa 

Kansas 

Minnesota 

Missouri 

Nebraska 

North Dakota 

South Dakota 

South Atlantic Total 

Delaware 

Florida 

Georgia 

Maryland 

North Carolina 

South Carolina 

Virginia 

West Virginia 

East South Central Total , 

Alabama 

Kentucky 

Mississippi 

Tennessee 

West South Central Total 

Arkansas 

Louisiana 

Oklahoma 

Texas 

Mountain Total 

Arizona 

Colorado 

Montana 

Nevada 

New Mexico 

Utah 

Wyoming 

Pacific Total 

Oregon 

Washington 

Alaska 

U.S. Total 


For detailed data, the absolute value of the number is less than 0.5 thousand sh» 
number Is less than 0.05 percent. 

Note: Total may not equal sum of components because of independent rounding. 
Source: Energy Information Administration, Form EIA-759, “Monthly Power Plant F 
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Table 6. Coal Conaumptlon at Electric Utility Plants, October 1989 

{Thousand Short Tons) 


Census Division 
and State 

October 

1059 

September 

1989 

October 

1988 

Year to Date 

1989 

1988 

Percent 

Change 

New England Tots! 

574 

512 

SOI 

8,276 

5,136 

2.7 

Conne^cut 

59 

84 

52 

675 

689 

-1,9 

Massachusetts 

398 

325 

334 

3,610 

3,443 

4.8 

New Hampshire 

107 

103 

115 

891 

1,005 

-1.3 

Rhode Island 

D 

n 

C) 

0 

C) 

- 

Middle Atlantic Total 

4,657 

4,583 

4,532 

46,413 

45,393 

2.2 

New Jersey 

319 

222 

226 

2.803 

2,160 

29.8 

New York 

772 

812 

721 

8,287 

7,525 

10.1 

Pennsylvania 

3,566 

3,548 

3,584 

35,323 

35,708 

-1.1 

East North Central Total 

14,050 

13,362 

12,863 

137,277 

136,503 

.6 

Illinois 

2,174 

2,147 

1,839 

20,498 

21,909 

-6.4 

Indiana 

3,623 

3,471 

3, if 4 

34,721 

33,330 

4.2 

Michigan 

2,749 

2,402 

2,237 

24,883 

25,160 

-1.1 

Ohio 

3,986 

3,986 

3,998 

42,448 

41,133 

3.2 

Wisconsin 

1,518 

1,346 

1,435 

14,728 

14,972 

-1.6 

Waet North Cantral Total 

7,948 

7,694 

7,824 

92,495 

83,471 

-1.2 

Iowa 

1,038 

1,098 

680 

12,171 

11,823 

2.9 

Kansas 

1,065 

1,105 

1,315 

12,208 

11,887 

2.9 

Minnesota 

1,594 

1,400 

1,292 

13,469 

13,553 

-.6 

Missouri 

1,991 

1,923 

1,749 

20,448 

20,156 

1.4 

Nebraska 

563 

531 

638 

5,885 

6,318 

-6.9 

North Dakota 

1,580 

1,415 

1,640 

16,457 

17,790 

-7.5 

South Dakota 

117 

222 

109 

1,857 

1,963 

-5.4 

South Atlantic Total 

9,372 

11,049 

9,766 

109,665 

106,860 

2.6 

Delaware 

111 

189 

114 

1,712 

1,989 

-14.0 

Rorida 

2,002 

2,335 

1,698 

20,442 

19,932 

2.6 

Georgia 

1,918 

2,366 

2,038 

22,037 

22.438 

-1.8 

Maryland 

655 

784 

799 

7,612 

7,711 

-1.3 

North Carolina 

1,198 

1,594 

1,144 

15,850 

14,598 

8.6 

South Carolina 

567 

730 

788 

7,995 

7,464 

7.1 

Virginia 

424 

647 

709 

7,906 

6,787 

16.3 

West Virginia 

2,506 

2,414 

2.475 

26,112 

25.931 

.7 

Seat South Central Total 

5,269 

6,117 

6,164 

60,603 

65,000 

-6.8 

Alabama 

1,600 

1,866 

1,497 

17,775 

16,762 

6.0 

Kentucky 

2,100 

2,419 

2,555 

23,857 

26,702 

-10.7 

Mississippi 

265 

359 

348 

3,061 

4,151 

-26.3 

Tannessaa 

1,304 

1,474 

1.764 

15,909 

17,384 

-8.5 

Waat South Cantral Total 

9,569 

10,466 

8,579 

103,387 

102,872 

.5 

Arkansas 

1,090 

881 

985 

8,911 

10,159 

-12.3 

Louisiana 

874 

1,001 

1,030 

10,304 

10,478 

-1.7 

Oklahoma 

1,120 

1,111 

1,097 

11,759 

12,138 

-3,1 

Texas 

6,495 

7,472 

6,467 

72,414 

70,097 

3.3 

Mountain Total 

8,514 

8,485 

7,991 

82,248 

81,978 

.3 

Arizona 

1,395 

1,390 

1,066 

13,385 

11,878 

12.7 

Colorado 

1,321 

1,311 

1,192 

12,987 

12,456 

4.3 

Montana 

944 

914 

982 

8,328 

6,501 

-2.0 

Nevada 

497 

697 

753 

6,415 

7,074 

-9.3 

New Mexico 

1,215 

1,441 

1,127 

12,757 

12,098 

5.4 

Utah 

1,241 

1,139 

890 

10,784 

10,668 

1.1 

^^ing 

1,801 

1,693 

1,981 

17,593 

19,303 

-8.9 

Pielflc Total 

589 

620 

542 

4,995 

4,905 

1.8 

Oregon 

n 

n 

(•) 

306 

n 


Washington 

568 

579 

615 

4,446 

4,677 

-4.9 

Alaska 

21 

41 

27 

243 

228 

6.7 

UaS. Total. 

60,541 

62,888 

68,561 

632,361 

632,118 

D 


(*) For detailed date, the absolute value of the number Is less than 0.5 thousand short tons. For percentage calculations, the absolute value of the 
number is less than 0.05 percent 

Note: Total may not equal sum of components because of independent rounding. 

Source: Energy Information Administration, Form ElA-759, "Monthly Power Plant Report." 
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^IS publication is available from the Superintendent of Documents, U.S. Government Printing Office (GPO). Informa- 
tion^about purchasing this or other Energy Information Administration (EIA) publications may be obtained from the GPO 
or the ElA’s National Energy Infomiation Center (NEIC). Questions on energy statistics should be directed to the NEIC 

by mail, telephone or telecommunications device for the deaf (TDD). Addresses, telephone numbers and hours 
appear below. 


National Energy Information Center, El-231 

Energy Information Administration 

Forrestal Building, Room 1F-048 

Wjtehington, DC 20585 

(202) 586-8800 

TDD (202)586-1181 

Hours: 8:00-5:00, M-F, Eastern Time 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, DC 20402 
(202)783-3238 


This report was prepared by the Energy Information Administration, the independent statistical and 
analytical agency within the Department of Energy. The information contained herein should not be 
construed as advocating or necessarily reflecting any policy position of the Department of Energy or 
any other organization. 



